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1. The VLB-2 Trigger Device, installed at thelciERODOjaeehouae 
~ n the Coa3uiata entrance, is performing well wife little fllie triggering 
The oOOmm lens on the VLS-2 had to be replaced by the 6 inch lens for wider 
target coverage. “ B r a 


- . 2 ’ Darin S the firs * tv>o weeks of operation, the VLS-2 would tri^er 

^aifm entering and leaving the target entrance. Concerned wifh the consumption 
of film ana the necessity of reloading the camera twice daily .R^zMievised 
a system whereby the VLS-Z^oul^nly photograph people leafehiglt not 
entering the target buildingTi,-^ system w^rks about 80 percent of the - - 
xme cahmg film consumptfei considerably. |l-2||had been focusing the 
1 on the white framed glass door so thatfehen-fargets entered or .departed 
this area the targets would cross this field and trigger the device. (See 
-nclosure A tor i-e VLS-2 area of coverage). Since one side of the door was 

f! t°!i a3d target9 could walk into thia office, the VLS-2 was focused on 
the shade area oi this entrance instead of the door. It was found that since 

Mexicans generally wear -dark colored clothing and have black hair, they can 
pass into the office without triggering the VLS-2. When a person leavel by 
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